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BILL NO. S-76-05-;i^ 


SPECIAL ORDINANCE NO, 


s- 


AN ORDINANCE approving a contract with 
Dahm Brothers for labor and materials 
for the Water Maintenance & Service 
Department. 


BE IT ORDAINED BY THE C0M40N COUNCIL OF THE CITY 
OF FORT WAYNE, INDIA14A: 

SECTION 1. That the contract dated April 21, 1976, 

between the City of Fort Wayne, by and through its Mayor and 

the Board of Public Works and Dahm Brothers, for: 

Labor and Material necessary to repair 
roof over the garage area at 415 East 
Wallace Street - Area is approximately 


50 X 147 feet 


$2,159.00 


all as more particularly set forth on Purchase Order 
No. 7862, which is on file in the Office of the Department 
of Purchasing and is by reference incorporated herein, made 
a part hereof and is hereby in all things ratified, confirmed 
and approved. 


SECTION 2. This Ordinance shall be in full force 


and effect from and after its passage and approval by the 
Mayor. 



APPROVED AS TO FORM 








■ Read the first time in full and on ftiotion- by ^ seconded by 

_ . and duly adopted 4 read the second time by title and referred 






(an4-"frhe--ei-ty^l an 


to the Committee on _ 

Commi 5 ed-efr-f 6 i--reeefifflen 4 d^Wfl^-&fl^=-Ptrt^^ after du^^eqaTTiotice, 


at th^eowcrl Chambers, City-County BuildinoTTorFWa^e, Indiana, on 
the -dayldf _ 


‘ clock 

Date:__ 



Read the third time in full and on motion by_ 
seconded by V J , and duly adopted, placed on its passage. 


TO-WIT 


Passed (bftSgL) by the followinq vote: 

AYES NAYS ABSTAINED 


TOTAL VOTES 


BURNS 

Jy 

HINGA ■ 


HUNTER 


HOSES 


NUCKOLS 

JL 

SCHMIDT, D. 

X 

SCHMIDT, V. 

X 

STIER 

X 

TALARICO 

X 

' DATE: 



7^ 


CITY CLERK 




Passed and adopted by the Common Council of the City of Fort Wayne, Indiana, 
as (Zon1m-Maff)-(^^r):er^-^l}-(^nt^4<-ation) (Special) (AppropH-ati-o-nr) Ordinance 
(ResSTuTioni No. ^ - ^^o n the d ay o£^ ._ ’197_^. 





Present^¥ bv l|f§:to the Mayor of the Cit.v of Fort Wayne, Indiana, on the- 


day of 


r. 


197 ^" , at the hour of //' ‘clock 


_M. ,E.S.T. 


CITY CLERK 

Approved and sinned by me this /j , /f 'd ay of_ 

at the hour of J, . fJ O o'clock . /^ ^E . S. T. 
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Bill No. S-76-05-22 


REPORT OF THE COMdITTEE ON » CITY UTILITIES 

We, your Committee oh City Utilities _ to v7hom was referred an Ordinance 

approving a contract with Dahm Brothers for labor and inateria1<; fop the Water Maintenanrp 

& Service Department. 



have had said Ordinance under consideration and beg leave to report bacjs to the Common 
Council that said Ordinance _ PASS. 

Paul M. Bums - Chairman 


John Nuckols ~ Vice-Chairman 


William T. Hinga 


Fredrick R. Hunter 


Samuel J. Talarico 


CONCURRED IN 

_CHARLES W. WESTERMAN, CITY CLERK 
































CITY OF FORT WaYwB 
DEPARTMENT OF PURCHASES 

One Main Street 
Fort Wayne, Indiana 46802 


Date April 7, 1976 Request for Quotation Ho. ono 

To be considered your quotation must be received by ^ ^ M. April _ 191 (’■' 

Dann Bros. 

3676 V/gIIs St. 

Fort v/ayne, Indiana 


uttntity Unit 


Labor and ilatorial necessary to ’^enair roof 
over the garage area at 415 E. V'aliace St. 
area is approx 50 x 147 ft. 


■DHTE —'Trade 

Price Disc. E:eten3iod 




Furnish labor and material to mop tvo 15 lb, 
asbestos felts with hot as]±ialt. 

Install new flashings at all vralls. 

Finish roof vd.th a mopping of hot asphalt. 

All of the above for the sum of $2,159.00 (Two 
thousand one hundred fifty nine dollars). 


Mark Bid Envelope, , 

"Quote No. - "■ Due DatG 


Teraa - 

F.O.B. - 

Shipping 

Schedule 

;'bi oping 




Signed '^V 

Date q ^ ~ ^ U 








l/th V.'innot •-/ 


Director of Purch^nen 






























CITY OF FORT WAYivE 
DEPARTMENT OF PURCHASES 

One Main Street 
Fort Wayne, Indiana 46802 


Date Ap r i I 7, 19>6 Request for Quotation Ho. on»-^ ^ 

To be considered your quotation must be received by ^ ^ M. Anr i I _ 197 _ f 

,, ^ 
lO* C. L. Schust Co., Inc. - i 

4030 Piper Cr. ' j 

Fort V;ayne, I nd I ana ' | 


Unit ^Tradij 

Price Disc. Extensio.; 


lantity Unit 




























WM. P. CREIGH, INC. 

2433 Slataper St. P. 0. Box 6064 
Diplomat Plaza Ft. Wayne, Ind. 46806 
Phone 742-7361 



PROPOSAL SUBMITTED TO City of Fort Wayne 

Department of Purchases 

PHONE 

4/15/76 

STREET 

One Wain Street 

JOB NAME 

Garaoe Area 

CITY. STATE AND ZIP CODE 

Ft. Wayne, Indiana 46802 

JOB LOCATION 

415 E. Wallace St. 

ARCHITECT 

DATE OF PLANS 


JOB PHONE 

We hereby submit specifications and estimates for: 

15 year type smooth asbestos roof as follows* 

Wethod #1 - (J W Uensulation System VSI) 

1 - Remove existing roofing and flashings down to wood deck. 


2 - Nail a JM Uensulation felt to deck on 12" centers. 

3 - Wop 2 plies of 15# asbestos felt with hot asphalt, 

4 Top mop with hot asphalt. 

5 - Remove tile coping on east and west side, install new 

flashings and cant and re-set coping. 

6 - Install 6 breather vents in system. 

Price $9,000.00 

Wethod #2 

1 - Cut all blisters and nail a J W Uensulation felt to 

existing roof on 12" centers. 

2 - Wop 2 plies of 15# asbestos felt in hot asphalt. 

3 - Top mop with hot asphalt. .- 

4 « Re-flash existing walls over existing cant and 

up to coping. 

5 - Install 6 breather t/Rnfg gycfotn Price $6.375.00 

^rnpoSP hereby to furnish material and labor — complete in accordance with above specifications, for the sum of; 

_____dollars ($_). 

Payment to be made as follows: 














































NOTE: TSRWS OF PAYMENT MUST BE SHOWN ON FACE 


INVOICE. OTHE.RWtSE A 2% CASH DISCOUNT WILL BE TAKEN 























/ 


COPIES TO< 
H. Drew 
A. Lord 


Memordr.elum 

To .1. Morrp^le. Superintendent of City-Uti I ities p .t, 

From Ruth Winaet. Purchasing Department _ . ____ 

Subitcl Roof Repair Quote #900.— —-------- 

Attached are copies of quotation for material and labor necessary to 
repair the roof located at 41 5 E. WaI lace St., Water Maintenance and 
Service Department. 


C.L. Schust Co., Inc. 
Dahm Brothers 


$5,200.00 

$2,159.00 


Wm. P. Creigh, Inc. 


$9,000.00 Method #1 
$6,375.00 Method #2 


Byron Drew recommends the lowest bidder Dahm Brothers to which 
we concur. 














TITLE OF ORDEELNCE qpv.r.TAT. oBDTNANr.F, 
DEPARTFeiT REQUESTING ORDINANCE_ 


4 - yC' 

■ PTTV TTTTT TTTF.R PTTPr.HASF. nTRDF.R 78fi2 - Dahm Brot hers 


ROARD OF PTmT.TC WORKS. 


SYNOPSIS OF ORDINANCE r.i<-y utiiifiPH P nrpRasp. Order. 1862 to Dahm BrotJie i : s „ .iii- 

ft?T^q nn prmritips for rppair nf rnnf at Water Maintenance & SQVy . i£ £ - 

r)p»p flT-<-TnPTH- a<- AIS PflRf Wallar . ft Street . - - ----—— 

Qiin t-og T.TPT-a rprpjypfl a.<3. fnllnttS .:-—*— -—----— 

;___ r T. Ri^Viiict- r nmpanyj .Tnr_.---- $^ ,2 00 . 0 . 0 --—---—- 

_ nahm Brothers _ 2,159.00 .. .... . 

Wm. P. Creieh. Inc.9^000^00- Alternate $6,3 , 7 5. . ^- 

(BIDS ATTACHED) 


EFFECT OF PASSA.GE Roof repair 


EFFECT OF NON-PASSAGE Building deterioratloiL 


flOf'lEY INVOLVED (Direct costs , ExPEmiTURES/ Savings) $2.159.00 cost to util ity. 



ASSIGNED TO CHIIITTEE 










































